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employed. Sir Thomas Higham, after his retirement;
thought of utilising the power of the falls for indus-
trial purposes by electrical transmission, but his con-
cession was given on harsh terms, industries gave no
response, and he failed,

In fact, it was evident that* with canals liable
to closure after heavy rainfall when the crops re-
quired no water, the power for the falls could only
be used economically for agriculture. Ganga Ram
realised this point at once, and turned it to very
good purpose* He used and developed a new idea
of his in order to bring the power of low falls into
use* claiming for it a large field of research/1

The utilisation of the power running to waste
at the many canal falb in the Punjab became the
chief centre of his thought and imagination- He
realised the limitations of such power* owing to its
interrupted character, and that it could not be used
with benefit for industrial enterptse*. But he also
realised with great clarity that this periodical closure
of the canal was of no consequence in the case of
agriculture, In any case emergent closures were so
rare as to be negligible and in the time of heavy
rainfall they were only closed when the crops had so
much rain water that they were independent of other
irrigation* If, due to general lowness of the riven
supplying the canals, the branches hive to be dosed,
the crops are usually hard enough to stand the
slight irregularity and in any case crops watered by
lift irrigation can stand the strain equally well